
S-20 , 593 /ODT-S 

TO: Defense Investigative Service 

Presidio of San Francisco 
Building 35, Room 14 
San Francisco, CA 94129-7700 

SUBJECT: Updated DD Form 254 for Contract MDA908-91-C-003 7 

1. Enclosed is an updated DD Form 254 for the subject contract. This update 
was requested by Science Applications International Corporation in order to 
correct block 6. a. and to add additional performing locations. DIA has taken 
this opportunity to provide as an enclosure to the DD Form 254 an additional 
document titled "Contractor Security Procedures Guide." 

2. Questions concerning this updated DD Form 254 and its enclosure may be 
addressed to the undersigned. 
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